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E.O. 11652: N/A 

TAGS:EA1D ET 

SUBJECT: PL-480 TITLE I REQUEST 
REE: ADDIS 2873 

FOR AMBASSADOR HUMMEL FROM SCHAUFELE 

1. EYI: FIRST STAGE OF APPROVAL OF A PL-480 TITLE I 
PROGRAM IN RESPONSE TO GOE REQUEST HAS BEEN OBTAINED. 
INTERAGENCY STAFF COMMITTEE (ISC) ON MARCH 4 APPROVED 
UP TO 25,000 MT TITLE I WHEATAVHEAT ELOUR ON EOLLOWING 
BASIS: AGREEMENT WOULD BE SIGNED FOR 25,000 MT BUT INITIAL 
PURCHASE AUTHORIZATION (PA) WOULD BE ISSUED FOR 10,000 MT 
ONLY. ISSUANCE OF ANY FURTHER PA(S) EOR REMAINING 
15,000 MT WOULD BE DEPENDENT ON LATER REVIEW (PROBABLY 
ABOUT MAY 1) SHOWING GOE REQUIREMENT FOR THIS ASSISTANCE. 

2. THIS FORMULA ARRIVED AT TO OVERCOME RESISTANCE FROM 
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GOE'S HIGH FOREX HOLDINGS AND OPTIMISTIC CROP FORECASTS. 

3. PROPOSED PROGRAM MUST STILL RECEIVE APPROVAL BY 
NATIONAL ADVISORY COUNCIL (NAC) AND THIRD COUNTRY CON- 
SULTATIONS MUST BE SATISFACTORILY CONCLUDED. AT THAT 
TIME YOU WILL BE AUTHORIZED BY SEPTEL TO OPEN NEGOTIATIONS 
WITHGOE. ENDFYI. KISSINGER 
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